cost. With this original publication and distribution achieved, and
its LEM-funded commitments completed, APCO then provided and continues
to provide additional copies at net cost ($1.00 per copy).

As an indication of the manualfs reception by law enforcement, fire-
fighting, forest conservation and other public safety agencies, APCO!s
second printing of 3,000 copies was exhausted within two months and,
at this writing, distribution of the third printing is well under way.
The manual's value and contribution are not hard to perceive.  Perhaps
of prime importance is the fact that few government entities have been
able to provide public safety radio operators with suitable training.
The manual helps to fill this void by serving both as a self-teaching
device and as a classroom aid for those agencies which do provide
training.  The manual, moreover, is designed for the working operator
--this notwithstanding the difficulties in prescribing procedures to
cover the special requirements of every public safety department.
As stated in the foreword:

This manual does not list absolute and mandatory rules,
neither does it necessarily cover everything an operator
should know.  It is intended rather as a basic guide for
all forms of public safety communications, especially for
those departments that are unable to provide training pro-
grams for their own operators.  It may be useful as a sup-
plement for those agencies who employ their own manuals.

This manual was written by nationally recognized professionals
in their fields.  The procedures they recommend are based on
experience and are drawn from those used by many public safety
agencies.  The difficulties in establishing hard and fast pro-
cedures to cover the special requirements of every public
safety department in the land are recognized. There is a
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